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I212Z 30 OCT 1963 
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25X1 TORS 1327Z 30 OCX 63 
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G -323 6^2 92230Z/35 9. 
S/2/ 100. 

P°6~1000/206“4-6°63. 
32/3E PROGRAM /RED. 
PLUS 19 SEC. 

301130Z. 



TOTAL FOOTAGE 750 FEET. 

GOOD. 

CLEAR. 

GOOD. 

NONE. 

CLEAR. 

END OF MESSAGE 



ROUTINE 


J IN 98069 


0399 


25X1 


25 YEAR RE-REVIEW 


vr?* Sf—firvh 


.TJ im <• , ; 



Sanitized Copy Approved for Release 2009/11/19 : CIA-RDP89B00569R0007001 6001 7-3 







